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AUTHORIZING CONSTRUCTION OF A DAM AND DIKE TO PREVENT 
THE FLOW OF TIDAL WATERS INTO NORTH SLOUGH, COOS 
COUNTY, OREG. 


Marcu 25 (legislative day, Marcu 24), 1952.—Ordered to be printed 


Mr. McCre.ian, from the Committee on Public Works, submitted 
the following 


REPORT 


[To accompany 8S. 2285] 


The Committee on Public Works, to whom was referred the bill 
(S. 2285) to authorize the construction of a dam and dike to prevent 
the flow of tidal waters into North Slough, Coos County, Oreg., having 


considered the same, report favorably thereon with amendments 
providing for the capitalization of the words “north slough” and 
recommend that the bill do pass. 

The bill would grant the consent of Congress to the construction of a 
dike and tide gate across North Slough. In order to permit construc- 
tion of a road at this point by the State, consent of Congress is required 
since the slough is classified as a navigable stream although not now in 
use for navigation. The bill requires that the closure of the slough 
will not be commenced until the plans are submitted to and approved 
by the Chief of Engineers and the Secretary of the Army with such 
conditions as they deem necessary to protect the interests of the 
United States. The authority granted in the bill will terminate if 
construction of the dike is not commenced within 1 year and completed 
within 3 years from the date of passage of the bill. This legislation 
has been requested by the Oregon State Highway Department and is 
understood to be in the best interest of the people concerned. 

The Department of the Army and the Bureau of the Budget have no 
objection to the bill, as indicated by their reports to the committee. 
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